t 





.f 



MEMORANDUM FOR: Executive Officer, Office of Training 

and Education, DDA 


25X1 FROM: | | 

Chief, Building Planning Staff, OL 

SUBJECT: Projected Classroom Requirements for 1987 


1. Attached is a listing of projected component class- 
room space for 1987. The DDO listing x\ras passed informally 
during our discussions. Where the requestor supplied an 
explanation, it is included. 

2. If you would compare these requests with your own 
projections for 1987 and suggest ways to avoid costly space 
duplication, I would be most appreciative. 


Attachment : 

As Stated 

Distribution : 

Orig - EO/OTE/DDA w/att 

- OL/BPS Subject w/att 
1 - OL/BPS Chrono w/o/att 
1 - OL Reader w/o/att 


25X1 OL/BPS/ 


(3 Sep 81) 


25X1 


Downgrade to UNCLASSIFIED 

When Separated from Attachment OL 1 3712 
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Classrooms - 1987 Projected Needs 
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PDA 


ODP 

(4) 

D 

900 

sq 

ft 



2) 

900 

sq 

ft 



3) 

540 

sq 

ft 



4) 

300 

sq 

ft 

OF 

(1) 


300 

sq 

ft 

OIS 

CD 


1,000 

sq 

ft 

OL 

CD 


1,000 

sq 

ft 

OMS 

CD 


860 

sq 

ft 


PPS$T 


ODqE 

CD 

1,200 

sq 

ft 

OSO 

CD 

400 

sq 

ft 


CD 

3,500 

sq 

ft 

OTS 

CD 

5,247 

sq 

ft 


PCI 

EE0 (1) 300 sq ft 

OPA (I) 1,200 sq ft 


Training Staff 
Training Staff 
Training Staff 
Operations 

Training room 

30 Students and visual aid 
equipment 


Currently Room 706A 


(Have new 


25X1 

25X1 


Classroom/training including 
shop space 


For training EEO Counselors, 
conference room; interview 
room 

Testing room for EOD's and 
applicants for typing and 
shorthand tests 


NFAC 

OSR (1) 

OGSR (1) 

OSWR (1) 

OTA' "'(1) 


200 sq ft 
250 sq ft 
400 sq ft 

'750 sq ft 


For SAFE, ADP , and word 
processing training 


Cl as room , briefing'-, • conference 
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